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CWLA CONFERENCE CALENDAR—1965 





Eastern 
February 18-20 
Statler Hilton Hotel, New York, New York 
Chairman: Clara J. Swan, Associate Welfare 
Consultant 
State Department of Social Welfare 
270 Broadway 
New York, New York 10007 


Central 
March 18-20 
Royal York Hotel, Toronto, Canada 
Cochairman: Lloyd S. Richardson, Executive 
Director 
Children’s Aid Society of Metropolitan Toronto 
33 Charles Street, East 
Toronto 5, Canada 
Cochairman: Clayton E. Nordstrom, Executive 
Director 
Methodist Children’s Home Society 
26645 West Six Mile Road 
Detroit, Michigan 48240 


Midwest 

March 22-24 

Hotel Schroeder, Milwaukee, Wisconsin 

Chairman: Frank W. Newgent, Director 
Division for Children and Youth 
State Department of Public Welfare 
State Office Building 
Madison, Wisconsin 53702 


South Pacific 
March 31-April 3 
Statler Hilton Hotel, Los Angeles, California 
Chairman: Ralph L. Goff, Area Director 
State Department of Social Welfare 
107 South Broadway, Room 6040 
Los Angeles, California 90012 


Southwest 
April 11-14 
Rice Hotel, Houston, Texas 
Chairman: Jerome Meyer, Executive Director 
DePelchin Faith Home and Children’s Bureau 
100 Sandman Street 
Houston, Texas 77007 


Northwest 

April 25-28 

Hotel Winthrop, Tacoma, Washington 

Chairman: Claude M. Pearson, Chairman of 

Advisory Committee 

Pierce County Department of Public Assistance 
1301 South Tacoma Avenue 
Tacoma, Washington 98409 


New England 
April 29-May 1 
Statler Hilton Hotel, Boston, Massachusetts 
Chairman: Richard Lewis, Jr., Assistant Executive 
Director 
Children’s Services of Connecticut 
1680 Albany Avenue 
Hartford, Connecticut 06105 


Southern 

May 19-21 

Biltmore Hotel, Atlanta, Georgia 

Chairman: Mrs. Bruce Schaefer, Director 
State Department of Family and Children 

Services 

State Office Building 
Atlanta, Georgia 32203 
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